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REWARD 


yourself 


t 
‘ . 
with introduction of 


with energy saving 
new products 


technology 
re 


with meeting industry's 
top engineers 


with face to face 
discussion of your needs 


at the 
Western Air-Conditioning, 
Heating, Refrigerating 
Exposition February 4-6 


Be sure to collect your share of the reward when the Western 
Air-Conditioning, Heating, Refrigerating Exposition comes to the 
Los Angeles Convention Center in February. This show, the largest 
industry event ever held on the West Coast, will not return until 
1986, so don't miss it. There will be complete coverage of the latest, 
energy efficient, money saving systems available to the industrial, 
commercial, institutional and residential markets. Some 400 of the 
leading air-conditioning, heating and refrigeration manufacturers 
will be participating and there will be many displays relating to 
energy management and solar equipment. 


Contractors, engineers, architects, distributors and service en- 
gineers alike, are invited to study the almost 3 acres of exhibits and 
seek out, face-to-face, the profitunities that make this event the 
marketplace of the industry. Displays will include everything from 
the tiniest component to the largest systems. Don't miss them, the 
rewards will be invaluable. 


For a list of exhibitors, and hotel information, write to 
INTERNATIONAL EXPOSITION COMPANY, 
200 Park Avenue, New York, NY 10017 


February 4-6 Los Angeles Convention Center 


WESTERN nev np ay a Ly ag 


REFRIGERATING EXPOSITION 
Co-sponsored by ASHRAE and ARI 
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Service Seminar, Garden State Mar-35 
Service Tip Sheet—The Pump & the 
System Must be Compatible 
May-18 
Sethna Executive Manager, RSES 
Names Jul-45 
Solar Energy: Three Steps Closer 


Jul-14 | 


Solar Prototype, Two Years Later, A, 
By R. A. Watson CM 

Solar Retrofit: A Personal Report, By 
Otto J. Nussbaum Apr-31 


| Syracuse, MSMC Holds Productive 





| Test Site For A Multi-M 


May-25 





Successor Learns His Job, How Your 
Family-Owned Business, By 
Frank M. Butrick Sep-25 


Meeting in Jun-31 


T 


ion Dollar 
Market, RSC Provides a, By 
Steve Read Jan-14 

This Hemisphere’s Largest 
International Air Conditioning 
Heating Refrigeration Exposition 

Mar-14 


ontinued on page 44 











watsco) 





UNIVERSAL 


THERMOCOUPLE REPLACEMENT 


Look for the NEW WATSCO universal replacement thermocouples— 


eight lengths, from 12” to 72” 


Each universal kit contains all the necessary fittings for a complete 


and easy replacement. 


High temperature tests have proven that the Watsco tip provides that 
extra measure of reliability for long-life 

















SAL 


THERMOCOUPLE REPLACEMENT 








WATSCO, INC 


Ask your wholesaler 
about the Quality 
Replacement kit 
with steel fittings 








1800 WEST 4TH AVENUE, HIALEAH, FLORIDA 33010 
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Three Steps Closer, Solar Energy: 


Tip Sheet, Service, The Pump & the 
aa Must be Compatible 


Transports Ice Up to 100 Feet, New 
System 
Troubleshooter, How To Be a, By Joe 
Ammons CM 
Troubleshooting Is Knowledge, 
Experience, Talent ...Jun-14 
Practicing Your Troubleshooting 
Skills 





Learning Troubleshooting 
Through Experience . .Jun-21 
Troubleshooting Chart (fans), Master 


Two Years Later, A Solar Prototype, By 
R. A. Watson CM 





U 

| 

Understanding Pressure Gauges, | 
Evacuation Accuracy, By 


Patricia Glickman 1 | 


V | 


| 
Vacuum Enough? Is High, By Mr. | 
H. G. Saunders 


| Workshop, CARSES/Cal-Poly . 


Ww 


What is the Most Accurate Field 
Method For Determing Cap 
Tube System Charge? By 
James L. Kamm 

What Is Your Image With the 
Customer? By John Dorfler CM 


Wholesaler Talks to Service Engineers, 
A, By Arnold Blum . .May-14 

Jan-46 

Workshops, Enrolfment for Heat Pump 
Instructors Jun-35 


York Modulator Cuts Energy Use 


RSES news “a activities 





San Antonio Picnic an Annual Success 


Some of the work crew who made the picnic a success. Many of them put in a long 


day. 


This is a small portion of the kitchen crew, a major factor in making an enjoyable day 


for the San Antonio Chapter. 
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Aibert and Carol Campbell, from New 
Brunswick, NJ, take time out with local 
chapter president, Gary Edmund. Albert 
is a member of the Raritan Valley Chap- 
ter. He pitched in and helped with details 
as if he were a member of the San An- 
tonio Chapter. 





Lincoln, NB 
TOD Project 


LETS 
a 


On Oct. 21, 1979, the Lincoln Chapter 
held their junk refrigerator drive. The re- 
sults were even better than last year, 
totaling 85 abandoned refrigerators. 
About 25 men took part, using a small 
truck and a large van to pick up the re- 
frigerators and deliver them to the junk 
yard for recycling. After the work was 
done the men and their wives had a 
good time at a steak fry held at Chapman 
and Savidge Service Shop. 





